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PART III 

Stores Purchase 


Medical Education Department 

TENDER NOTICES 

( 1 ) 


No. Cl/18607/2013/MCT. 26th September 2013. 

Sealed competitive tenders in the prescribed forms 
are invited for the supply of the following items 
for Microbiology Department, Medical College, 
Thiruvananthapuram. Tender should be superscribed, as 
tender number and addressed to the Principal, Medical 
College, Thiruvananthapuram, Pin-695 Oil. Details can be 
had from this Office on working hours till 3.30 p. m. 

Tender No.—174/2013. 

Details of Items with Quantity—Non Jacketed Vertical 
Autoclave (400 X 600mm) Load, 4.0KW—2 Nos. 

Cost of tender form (Inclusive of VAT): 

Original—? 420. 

Duplicate—? 210. 

Last date and time for sale of tender form— 

29- 10-2013, 2-30 p. m. 

Last date and time for receipt of tender form— 

30- 10-2013, 2.30 p. m. 


Date and time of opening of tender—30-10-2013, 
3 p. m. 

Tender forms can be had from the office of the 
Principal, Medical College, Thiruvananthapuram 11 up to 
3 p.m. on working days. Tender forms will be sent 
through post if required provided due amount with 
sufficient postage charge ? 50 is sent by way of 
Money Order in favour of the Principal, Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this Office on or before 11-10-2013. 
No other forms of remittance will be accepted. 
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Tender Schedule 


01)0(1)01(313)16108 CBnJffl-00006113 E3O<06igCUJ 6>aj(3§1<061(53 

(3T5)ffi§Ocftegdi (400 x 600 n®o. ci(j)o.) 001001) 4.0. 61<03.(U)6m^— 

3(8<ieiOfll) 0cinOO(3T3ll6>Og Cljlej: 

(313001(38-? 420. 

(TO 

aaolajcSstSnj—? 210. 

(3(3(1£JOOT) GnDOOo 011 (38 <061 JOT) (3130100)001 (3)1(T»(3l1(!C!)Jo 
(TD2Cffl(UJo-29-10-2013, 2.30 126001. 

BdSneiood Qadooo (n)i1c93(3lc06)jon raraniouooi ksiIcoxoiIodjo 

fll)2<S2)<UJo-30-10-2013, 2.30 26001. 

ra^rieioaru ( 5 )jo< 06 ij(ro (oiIcokoiIodjo omqqxujo — 30-10-2013, 
3 26011. 

B(3<^eiOOT) Go£) 006313(/3 (51nJOeil(53 0(11603(11(3 (3T3OQ)(I»<06)JOT> 
(3l1O1J0OJ6OB (5)J<0> (? 50) (3130)1 <0320d»1 (313CO)d»0<061603(310601. 

BsS^eioou 0<iooo(3ioil0o3 ailei aonoloulraS 0 oiol 0 §o 2601I 

63 0(3(U)(3 (313)000)0 Ol))1<03ffl1<06)J(O1(5)O6O1. (3T3£J06K31(D>Jgg n®OJO 
(3l30nJ<033dc03gJo 0)1 (3 01)1 <06)J 001(3)06111. 0n£)OO0(3131O6)SO<T ; jo 2J13 
oJ(.(B)63B0gO 20g6)(5)833lOJJo 0CU)O<0U>;j6)2Oi^<030gO (31300)00)<06)003 
(313)(Uaa^61n_|§J6)<03O61lejgg(D1Jo 02(38<UlOJOOl)o (1H, <0(312 £10 (3131 
(3)J20(D) 2 60)1 0 CO) 0 (8 (U) O J <03 Cl3 Oil ffl (0)1 <061J (ID (5) 0 601 . 
26Oll0OQ)O(3(U)(3 QJlPl 0a£OO6SI3«3 (313)0103 1.61 nj S) 61 <0.06116)33 
(3130oJ <004 <0>Cf3 gOT) aOaOl (0)1(38 11-10-2013-01 2J03aJ 

<03l§1oQ)1ffl1<06)6O1o. (3)0201)1^JJ <03l§J(O1 26I1)l0(![DO(3ai)OJ<03C/3 011(301)1 
<0611(01(310601. 3(8c*£)001) 0ci£OOo 6)61<032OOO(l8 nJ0Sl£J0(313)(5)1o 

o 6V) o 

fflffl1<06i(38 rares^y (3ij<03 (Oi1ffll3y2<03l§j(oi(3)j2ej. (B)O2dnl3yj<03l§jdT> 
3(8^£1OO1)J<03U3 00)06)(010(DJ < 03 O(D 6 O 1 ( 11 U 3 O£J 2 o (O))1<03(3lc06)J(O1(3)ej. 
<03JSJ(31(33 (1)1(11(3631303 (.<1)01^(313)1 3l(Ufll)6313g1(38 6DO (313)a£ll0Dl(33 

oilanjo eie1<06)2coi(3io6oi. 

Specifications 

Bearing CE marked, ISO—9001: 2000, WHO GMP 
compliance Certified. 

Sizes: 400 X 600mm, Load : 4.0 KW 

Sturdy double walled construction with (boiler) inner 
chamber made of stainless steel of 18 SWG sheet A1SI-304 
Grade. Outer shell is also made of thick Stainless Steel. 

The boiler and outer shell is provided with air 
insulation. Lid is made of stainless steel plate and is 
tightened all-around by wing nuts. Moulded, joint less 
gaskets are made of Neoprene rubber Steretizer is 
hydraulically tested upto 40 psi. 

Autoclaves are fitted with water level arragements to 
indicate water position inside the boiler, pressure gauge, 
Air/steam release cock, spring loaded safety valve which 
can be set at any selected point from lOpsi. to 20 psi+/- 
3psi. and drain. ISI marked immersion type heating 
element heats the water to generate steam to desired 
pressure & corresponding temperature. 

Supplied complete with S.S. basket, cord and plug to 
work on 220 Volts, 50 cycles AC Supply. 


1. The period for which the rates to be in firm— 
one year. 

2. The rates should be inclusive of sales taxes, and 
for free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala -non Judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit (one percentage) of the 
total cost of the articles quoted for can be remitted 
by way of crossed Demand Drafts drawn 
in favour of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 


16. Negotiation will be made only with the firm 
offering lowest price whose specifications confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives 
who may present at the time. They should have 
valid authorization letters. 

18. More details can be had from this office on 
working hours. 

( 2 ) 

No. Cl/1867790/2013/MCT. 23rd September 2013. 

Sealed competitive tenders in the form prescribed 
are invited for the supply of 2 Numbers of 
Rotary Microtome for Medical Laboratory Technology, 
Medical College, Thiruvananthapuram. Tender should be 
superscribed, as tender number and addressed to the 
Principal, Medical College, Thiruvananthapuram, 
Pin-695 Oil. Details can be had from this Office on 
working hours till 3.30 p. m. 

Tender No.—175/2013. 

Cost of tender form (Inclusive of VAT): 

Original—? 630. 

Duplicate—? 315. 

Last date and time for sale of tender form— 

29- 10-2013, 2.30 p. m. 

Last date and time for receipt of tender form— 

30- 10-2013, 2.30 p. m. 

Date and time of opening of tender—30-10-2013, 
3 p. m. 

Tender forms can be had from the Office of the 
Principal, Medical College, Thiruvananthapuram-11 up to 
3 p.m. on working days. Tender forms will be sent 
through post if required provided due amount with 
sufficient postage charge ? 50 is sent by way of 
Money Order in favour of the Principal, Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 OIL Money 
Order should reach this Office on or before 11-10-2013. 
No other forms of remittance will be accepted. 
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Specifications 

Section thickness setting 1-60 mm. 

Section thickness indication by display window 

Course advance manually via course advance wheel. 

Specimen orientation 8° (XYZ) provision for placing 
both knife and disposable blades 

Accessories: 

Microtome knife and disposable blades 
Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of sales tax and for 
free delivery at the department concerned, 
otherwise the tender will be rejected. 

3. Advance payment conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 


6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala -non Judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit (one percentage) of the 
total cost of the articles quoted for can be remitted 
by way of Crossed Demand Drafts drawn 
in favour of the Principal, Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 

attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstance. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specifications confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representatives 
who may present at the time. They should have 
valid authorization letters. 

18. More details can be had from this office on 
working hours. 

( 3 ) 

No. C8-17518/2013/MCT. 23rd September 2013. 

Sealed competitive tenders in the prescribed per forma 
are invited for the purchase of the ICU Video EEG 
Monitor (1 No.) required for the Professor and Head, 
Neurology Department, Government Medical College 
Hospital, Thiruvananthapuram. Tenders should be 
subscribed tender number and addressed to the Principal, 


Government Medical College, Thiruvananthapuram, 
Pin-695 Oil. Details can be had from this office on working 
hours till 3.30 p. m. 

Tender No.—177/2013. 

Cost of tender form (Inclusive of VAT): 

Original—? 2,205. 

Duplicate—? 1,155. 

Last date and time for sale of tender form— 

28- 10-2013, 3 p. m. 

Last date and time of receipt of tender form— 

29- 10-2013, 2.30 p. m. 

Opening date and time of tender—29-10-2013, 3 p. m. 

Tender forms will be sent through post if required 
provided due amount with sufficient postage charges 
(? 50) is sent by way of Money Order in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 011. Money 
Order should reach this office on or before 18-10-2013. 
No other form of remittance will be accepted. 
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Specifications of Digital Video EEG for 
ICU Monitoring 

1. Digital Video EEG System suitable for Routine, 
portable & ICU recording. 

2. Must have minimum 32 referential EEG Channels. 

3. Should have standard 10-20 Channel labels. 

4. Amplifier should be very compact and light 
weight. 

5. Amplifier must offer high speed USB connectivity 
to acquisition PC. 

6. Amplifier must be powered through USB to 
eliminate electrical artifacts in ICU. No external 
power is required. 

7. Sampling rate should be up to 1 KHz. 

8. 16 bits of ADC resolution for digitization of 
signals. 

9. Should have Digital EEG software working on 
windows 7 operating system. 

10. Patient Database software should be based in 
Microsoft SQL server database. 

11. It should have CSA (Compressed Spectral Array) 
and BSI (Brain Symmetry Index) for ICU EEG 
purpose. 

12. The software should be able to display a EEG 
(amplitude integrated EEG) which is necessary for 
ICU Recording. 

13. Software should have a ability to show power and 
frequency trending. 

14. Must have onboard impedance check with colored 
LED's & Impedance button with thresh hold LEDs. 

15. Amplifier must be supplied with patient event 
button and LED photic stimulator. 


16. Should be supplied with a latest Monoputer with 
a compact trolley for ICU EEG and should have a 
laptop for use as a portable Video EEG. 

17. Video EEG should work on both Monoputer and 
laptop. 

18. Must be supplied with EEG electrodes, 
Conductivity Paste and Skin Prepping Gel. 

19. Must be supplied with digital video EEG 
software & hardware. 

20. Should have spike & seizure detection software. 

21. The system must have CE & FDA. 

Tender Schedule 

1. The period for which the rates to be in firm One 
year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala-non judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (one Percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders Unsealed, Unsigned or submitted without 
supercription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 



13. Tenders should bear the signature and full Postal 
address of the tenderers and witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representative who 
may present at the time. 

18. More details can be had from this office on 
working time. 

(4) 

No. C8-17595/2013/MCT. 23rd September 2013. 

Sealed competitive tenders in the prescribed per forma 
are invited for the purchase of the EMG Machine (1 No.) 
required for the Professor and Head, Neurology 
Department, Government Medical College Hospital, 
Thiruvananthapuram. Tenders should be subscribed tender 
number and addressed to the Principal, Government 
Medical College, Thiruvananthapuram, Pin-695 Oil. Details 
can be had from this office on working hours till 3.30 p. m. 

Tender No.—181/2013. 

Cost of tender form (Inclusive of VAT): 

Original—? 2,415. 

Duplicate—? 1,260. 

Last date and time for sale of tender form— 
28-10-2013, 3 p. m. 

Last date and time of receipt of tender—29-10-2013, 
2.30 p. m. 

Opening date and time of tender—29-10-2013, 3 p. m. 

Tender forms will be sent through post if required 
provided due amount with sufficient postage charges 
(? 50) is sent by way of Money Order in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 011. Money 
Order should reach this office on or before 18-10-2013. 
No other form of remittance will be accepted. 

ttnlffljQjmawnjjoo 6)acuilce«)K53 ( 8 ca> 0 (sgssl 6 )£j cn^csoogsd 
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ajLoaiij a^f'eiorrujca.c^ cMjsrnliqiOcft.oasicmi. 


radS^eiocni mamc3— 181/2013. 
radGeiocru (Snnoorartnlffla^ ailei 
rareanxaS—? 2,415. 

CfD(DlriJc03(8fy-^ 1,260. 

radS^ejocru Sacooo ailssScflsijcm caracucruoaD rail w snlcajo 
(Tuacaaijo—28-10-2013, 3 asml. 
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aaaicftijcsamfflo 3.30 2 ) 6 m 1 ai 6 )<a eie^ 2 i 06 rn. ®)ojoks32io(3coo 

(SaDOOo (319) Ol C/D^ 2)J gg (U (3 (8 aO O O (310)16) CT§ 

OjlDKSCSDOaSOnJO ? 50 (3T3CJDlca>0 (2uJc3(3T3> ((3)nJOK53 aJ0(3©s) 

2i6ml(B(!fflO(3ajD(3 carejcnil (.oila3anila_|oa3, 021 cuilcoaraS (Scftocsgss!, 
railffljojcnamojjfflo-ii n®aD ailDJoamRsrrolraS rare (SnJcMrl(B<fl6> 6ns 
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rarajOjaa^fflajsjcmoKS 2)6m1ecr»0(3ajD(3 2)j6noa5)l0o aoLraxsa aJ6mo 
(3TdQC»CD)c9S)0a3 oJOSJggJ. (SaDOOQRSTroOfflSOaJo 2)j(Sa-|l.®>6313CBgO 
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ao_|§ja ( ft, 06 rejggOT)jo (saaSojIeiocruojjo raaS^ejocro cncniajo 
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go cmajaDl crulcaS cnlamjo (.ajai^RSKol ral cn cro 63B gl ra3 
eielce6)jaT)®i06rn. 

Specification 

EMG/NCV/EP System 

Fully computerized system that works under Windows 
7 platform. 

Amplifier: 

1. Minimum 3 channel high quality amplifier 
upgradable for 6 or 8 channels. 

2. All the 3 channels must have active shielding. 

3. All the 3 channels must have options for 2 pin 
touch proof connection and 5 pin DIN connection. 

4. CMRR must be greater than 124dB 

5. Common Mode Input impedance must be greater 
than 1000 M Ohms. 

6. Noise level: 0.4 micro volts. 

EMG Studies: 

7. EMG software for insertional, spontaneous, MUP 
analysis and interference pattern. 

8. Tremor analysis. 

Multi channel EMG. 


9. 


Nerve Conduction Studies: 


Tender Schedule 


10. Motor Nerve Conduction including Motor NC, 
Motor nerve inching, Silent period, reflex studies, 
Motor evoked potentials, Triple stimulation 
technique. 

11. Sensory Nerve Conduction including Sensory NC, 
Near-nerve sensory NC, Mixed NC, Sensory nerve 
inching, microneurography. 

12. F-wave, H-reflex & Repetitive Nerve Stimulation. 

13. Sympathetic skin response, R-R Analysis & R. R. 
Valsalva test. 

Evoked Potentials: 

14. Somato sensory Evoked potential including Upper, 
Lower and dermatome SEP. 

15. Auditory Evoked Potentials with clicks, tone, burst, 
pips, half sine, full sine. 

16. CNV & P300 with patient reaction switch. 

17. Visual Evoked potential with LED goggles & 
pattern monitor. 

Advanced stimulation hand grip for electrical stimulation 

with following features: 

18. Control of stimulus intensity & polarity from 
handgrip itself. 

19. LED Polarity indicator during stimulation on the 
handgrip. 

20. Must provide control for 'next step' in nerve 
conduction protocols from handgrip. 

21. Must have control for side change in motor/ 
sensory NC from the handgrip. 

22. Provision for initiating single & repeated stimulus 
from handgrip. 

23. Start/stop of averaging from handgrip. 

System requirements: 

24. Latest spectification desktop/laptop computer that 
works under Windows 7 platform must be supplied 
with minimum 500GB harddisk, 2GB RAM, 19' TFT 
monitor, UPS, Printer & Trolley. 

25. Software should have SQL database. 

26. System must have F1L7 connectivity. 

27. Must be supplied with EMG/NCV/EP accessories 
kit including ring electrodes, EMG needles & 
holder, bipolar stimulator, Reusable gold cup 
electrodes (lOpcs), crocodile clip & pre-gelled 
disposable electrodes. 

Standards: 

28. System must comply to international quality 
standards such as FDA, CE. 

29. Should be upgradable for collision studies with 
second stimulator. 


1. The period for which the rates to be in firm One 
year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6 . Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala-non judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8 . Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders Unsealed, Unsigned or submitted or 
submitted without supercription as specified are 
liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers and witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenders. 

15. Specifications of the items are given in the list. 



16. 


Negotiation will be made only with the firm 
offering lowest price whose specification confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of such of 
the tenderers or his authorized representative who 
may present at the time. 

18. More details can be had from this office on 
working time. 


(5) 

No. C2/18219/2013/MCT. 26th September 2013. 

Sealed competitive tenders in the form prescribed are 
invited for the supply of consumables required for the 
Department of ENT, Govt. Medical College Hospital, 
Thiruvananthapuram. Tender should be superscribed. 
Tender Numbers and addressed to the Principal, Medical 
College, Thiruvananthapuram, Pin-695 Oil. Details can be 
had from this office on working hours till 3.30 p. m. 


SI. Tender 

No. No. 


Cost of tender form 
(inclusive of Sales Tax) 




Original 

Duplicate 

1 

182/2013 

1,050 

525 

2 

183/2013 

1,050 

525 

3 

184/2013 

1,050 

525 

4 

185/2013 

420 

210 


Last date and time for sale of tender form— 

29- 10-2013, 3 p.m. 

Last date and time for receipt of tender form— 

30- 10-2013, 2.30 p. m. 

Opening date and time of tender—30-10-2013, 3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient Postage Charges 
(? 100) is sent by way of Money Order in favour of the 
Principal, Medical College, Thiruvananthapuram, Kerala 
State, Pin-695 Oil. Money Order should reach this office 
on or before 21-10-2013 at 3 p.m. No other forms of 
remittance will be accepted. 
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1 

182/2013 

1,050 

525 

2 

183/2013 

1,050 

525 

3 

184/2013 

1,050 

525 

4 

185/2013 

420 

210 
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List of Items 

Tender No. 182/13 

No. C2/18219 (1)/2013/MCT. 


si. 

No. 

Name of Items 

Quantity 

(1) 

(2) 

(3) 

1 

Instrument Trolley—Stainless Steel 

10 Nos. 

2 

Square Stool—Wooden 

5 Nos. 

3 

BP Apparatus—Pedastal Mercury 

3 Nos. 

4 

BP Apparatus—Mercury 

3 Nos. 

5 

Adjustable revolving chair with cushion— 
Auto adjustable with arm 

2 Nos. 

6 

Dressing drum—Stainless Steel 14"xl0" 

5 Nos. 

7 

Dressing drum—Stainless Steel 14"x5" 

5 Nos. 

8 

Dressing drum—Stainless Steel 12"x9" 

5 Nos. 

9 

Dressing drum—Stainless Steel 9"x5" 

5 Nos. 














(1) 

(2) 

(3) 

10 

Tray—Stainless Steel large 

3 Nos. 

11 

Tray—Stainless Steel Medium 

3 Nos. 

12 

Tray—Stainless Steel small 

3 Nos. 

13 

Tray large—Stainless Steel Square 

2 Nos. 

14 

Tray small—Square Stainless Steel 

2 Nos. 

15 

Basin—20cm. Stainless Steel 

2 Nos. 

16 

Basin—10cm. Stainless Steel 

4 Nos. 

17 

Bowl—Stainless Steel 8" 

10 Nos. 

18 

Bowl—Stainless Steel 7" 

4 Nos. 

19 

Bowl—Stainless Steel 5" 

4 Nos. 

20 

Bowl—Stainless Steel 4" 

10 Nos. 

21 

Kidney tray 10"—Stainless Steel 

5 Nos. 

22 

Kidney tray 8"—Stainless Steel 

5 Nos. 

23 

Kidney tray 6"—Stainless Steel 

5 Nos. 

24 

Pipe Wrench 18" 

1 No. 

25 

Pipe Wrench 15" 

1 No. 

26 

Pipe Wrench 12" 

1 No. 

27 

Oxygen Key with Spanner 

1 No. 

28 

Urinals—Plastic 

3 Nos. 

29 

Urinals—Pedestal 

1 No. 

30 

Lock—Small 

20 Nos. 

31 

Lock—Large 

5 Nos. 

32 

Coat hangers large—Stainless Steel 

10 Nos. 

33 

Mosquito Forceps—Steel 

12 Nos. 

34 

Curved Artery forceps—Steel 

12 Nos. 

35 

Needle Holder—Small—Steel 

10 Nos. 

36 

Sponge holding forceps 

5 Nos. 

37 

Nasal Suction 8", 9", 10" 

5 Each Size 

38 

Sterilizer Coil—6000W 

3 Pairs 

39 

Power plug Socket—15 amp 

5 Nos. 

40 

Male Socket—15 amp 

50 Nos. 

41 

Female Socket—15 amp 

50 Nos. 

42 

Incandescent Bulb— 60W 

100 Nos. 

43 

CFL— Coiled 20W 

25 Nos. 

44 

Incandescent Bulb—100W Frosted 

100 Nos. 

45 

Cycle Bulb with thread—12W 

100 Nos. 

46 

Hot Plate (Heater)—3000W 

2 Nos. 

47 

Vaccum Cleaner—Portable 

1 No. 

48 

Plugs—5amp 

10 Nos. 


(1) 

(2) 


(3) 

49 

Plugs—15 amp 


5 Nos. 

50 

Switch board (Large)—3 & 2 pins— 

(10 Sockets) 

5 Nos. 

51 

Torchcell—Big 


100 Nos. 

52 

Tester 


2 Nos. 

53 

Wire Cutter 


1 No. 

54 

Screw driver—Small 


2 Nos. 

55 

Screw driver—Medium 

2 Nos. 

56 

Fuse—Glass 1 amp 


25 Nos. 

57 

Fuse—Glass 2 amp 


25 Nos. 


Tender No. 183/13 


No. C2/18219 (2)/2013/MCT. 



SI. 

No. 

Name of Items 

Quantity 

1 

Chevalier Jackson’s tracheostomy tube 
Metallic 32 

200 Nos. 

2 

99 

Metallic 30 

200 Nos. 

3 

55 

Metallic 28 

100 Nos. 

4 

55 

Metallic 22 

25 Nos. 

5 

99 

Metallic 20 

25 Nos. 

6 

Fuller’s biflanged trachestomy tube 
Metallic 32 

50 Nos. 

7 

55 

Metallic 30 

25 Nos. 

8 

Trachestomy tube plastic cuffed 9.5 

25 Nos. 

9 

55 

Plastic cuffed 4.5 

25 Nos. 

10 

95 

Plastic cuffed 4.0 

25 Nos. 

11 

99 

Plastic cuffed 9.0 

100 Nos. 

12 

99 

Plastic cuffed 8.5 

100 Nos. 

13 

99 

Plastic cuffed 8.0 

50 Nos. 

14 

59 

Plastic cuffed 7.5 

25 Nos. 

15 

95 

Plastic cuffed 7.0 

25 Nos. 

16 

95 

Plastic cuffed 6.5 

25 Nos. 

17 

99 

Plastic cuffed 6.0 

25 Nos. 

18 

99 

Plastic cuffed 5.5 

25 Nos. 

19 

99 

Plastic cuffed 5.0 

25 Nos. 

20 

RAE Tube 

Plastic cuffed 4.0 

50 Nos. 

21 

55 

Plastic cuffed 4.5 

50 Nos. 

22 

99 

Plastic cuffed 5.0 

50 Nos. 









Tender No. 184/13 


No. C2/18219 (3)/2013/MCT. 


SI. 

No. 

Name of Items 

Quantity 

(1) 

(2) 

(3) 

1 

Micro laryngeal Tube Plastic cuffed 5.5 

50 Nos. 

2 

Micro laryngeal Tube Plastic cuffed 5.0 

50 Nos. 

3 

Micro laryngeal Tube Plastic cuffed 6.0 

50 Nos. 

4 

Nasal Clip 

500 Nos. 

5 

Nasofix 

25 Nos. 

6 

Coban Dressing—4" 

25 Nos. 

7 

Coban Dressing—3" 

25 Nos. 

8 

Absorbable gelatin sponge 7cm><5cmxlcm 

250 Nos. 

9 

Oxidized regenerated cellulose 

50 Packet 

10 

Gromment—Teflon 2cmx5cm 

200 Packet 

11 

Piston for Stapedectomy—Teflon 

200 Packet 

12 

Adhesive mastered plus pad 

25 Nos. 

13 

Laryngoscope Bulb 

200 Nos. 

14 

Opsite—Large Size 

50 Nos. 

15 

Opsite—Medium Size 

50 Nos. 

16 

Shiley tube—Plastic cuffed 5.0 

20 Nos. 

17 

Shiley tube—Plastic cuffed 4.5 

20 Nos. 


Tender No. 185/13 


No. C2/18219 (4)/2013/MCT. 


SI. 

No. 

Name of Items 

Quantity 

1 

Tonsil Straight Artery Forceps—Negus 

5 Nos. 

2 

Tonsil Curved Artery Forceps—Negus 

5 Nos. 

3 

Knote Pusher with tonsilhetomy—Negus 3 Nos. 

4 

Mosquito Forceps 

20 Nos. 

5 

Tonsil dissector cum retractor—Mollasons 

3 Nos. 

6 

Eves Tonsillar Snair 

2 Nos. 

7 

Tissue glue 

10 Nos. 


Govt. Medical College, (Sd.) 

Thiruvananthapuram. Principal. 


TENDER NOTICE 

No. C/2135/2013/DCK. 19th September 2013. 

Sealed tenders are invited for the supply of following 
equipments to Government Dental College, Kottayam. 

Tenders should be superscribed, Tender 

Number.due on 5-11-2013 and addressed to the 

Principal, Government Dental College, Kottayam. Late 
tenders will not be accepted. The tenders will be opened 
at Dental College, Kottayam in the presence of such of 
the tenderers or their authorised representatives who may 
be present at that time. 

Intending tenderers may obtain tender from the 
undersigned on cash payment during office hours i.e. 
10 a.m. to 3 p.m. upto 4-11-2013. Cheques, Drafts, Stamps, 
etc. will not be accepted towards the cost of tender form. 
Duplicate tender forms can be obtained on an additional 
payment per copy. The tender form is not transferable and 
cost is not refundable. The undersigned reserves the right 
to cancel the tender at any time partially or completely 
without specifying any reason. 


List of Items 


SI. 

File Numer, Tender Number, 

Cost of 

No. 

Name of the items and 

tender forms 


Quantities 

? 

1 

C/2135/2013/DCK—27/13—Automatic 
X-ray Processor—1 No. 

624 

2 

C/2136/2013/DCK—28/13—Extra Oral 
X-ray Machine—1 No. 

832 

3 

C/2753/2013/DCK—29/13—RVG Censor— 

1 No. 416 

4 

C/2743/2013/DCK—30/13—Ortho materials 1,040 

5 

C/2744/2013/DCK—31/13—Dental 

Instruments—I 

1,040 

6 

C/2745/2013/DCK—32/13—Dental 

Instruments—II 

1,040 

7 

C/2746/2013/DCK—33/13—CD materials 

—I 1,040 

8 

C/2747/2013/DCK—34/13—CD materials 

—II 1,040 

9 

C/2748/2013/DCK—35/13—Community 
Dentistry and Pedo materials 

832 

10 

C/2749/2013/DCK—36/13—OMFS Materials 1,040 

11 

C/2750/2013/DCK—37/13—Perio materials 832 

12 

C/2751/2013/DCK—38/13—Prostho 

materials 

1,040 

13 

C/2752/2013/DCK—39/13—Implant materials 


for OMFS 

416 













Last date of receipt of tender by Money Order— 
21-10-2013. 

Last date and time of sales of tender form— 

4- 11-2013, 3 p. m. 

Last date and time of receipt of tender— 

5- 11-2013, 3 p. m. 

Date and time of opening of tender—6-11-2013, 
11 a. m. for SI. Nos. 1 to 7 and 7-11-2013, 11 a. m. for 
SI Nos. 8 to 13. 

Tender form will be supplied to the firms by 
registered post subject to cash payment by Money Order 
inclusive of postal charges ? 50 Money Orders will be 
accepted only upto 21-10-2013. 

(8<&>0§<i2)o ffl(u>a3ra3 Gc&>OGgsslffl£j ailailu) cuiliTjocSgfflffln^j 
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List of Items 

(_oa>2i nOcoiaS cncruajo flc3^ejocri> moruajo G(3<^ejoanj 

maud gDcnajlajacujo ng)6mcujo GaDooraimtocrij 

afloj ? 

(1) 

(2) 

(3) 

1 

C/2135/2013/DCK—27/13—650G§02)0gl<fc 
n^c&aoGO G(pjocnjaru(3—1 o®mo 

624 

2 

C/2136/2013/DCK—28/13—oa)cft(ruLSO 6300(03 

Ol0c9d(T\)CcO QffloUdToS-1 a^)6TT^o 

832 

3 

C/2753/2013/DCK—29/13—rareid.ail.sal. ocrua3cnx3— 

1 n®fmo 416 

4 

C/2 743/20 13/DCK—3 0/1 3 — 63 0(3 cs arm 0 

6)2)0°lal(!Q>«53cnj 

O 

1,040 

5 

C/2744/2013/DCK—31/13—6)01)0^(58 
®a3cru(.sjO2i0^—I 

1,040 

6 

C/2745/2013/DCK—32/13—6)01X13(53 
§00801) (s^aoif—II 

1,040 

7 

C/2746/2013/DCK—33/13—01)1.01)1. 

6)2)o“lato®3ch)—I 

O 

1,040 


8 

C/2747/20 1 3/DCK—34/13— 01)1. CU)1. 



6)2io°)a1cn>c!58anj—11 

O 

1,040 

9 

C/2748/2013/DCK—35/13—<£b 22)_^6TTflgl 



6 )cu)ojjloi)(sl (orejoi^ ojIgojdo 6 )agla1(n>(53oi) 

832 

10 

C/2749/2013/DCK— 36/13— 63.n®o.n3)aD.n£)OT). 



6)mo“la1(!Q>(!53cnj 

0 

1,040 

11 

C/2750/2013/DCK—37/13—6)njalc®)0 



6)2)Olo1oQ>(03oi) 

0 

832 

12 

C/2751/2013/DCK—38/13 — G(nT0OT>G(5)0 



omolalcoxnScnj 

O 

1,040 

13 

C/2752/2013/DCK—39/13—gDonJoag'' oaolalasaSoru 


(oO_00(3 63. o0O. a^)oJD. a^CTU. 

416 


2 i 6 mlso^ ojd( 3 <Tujlca>o1c36)janD rareaicroocn (wlaacml— 

21-10-2013. 

radS^eiocro Gaoooo ail «s3 < 06)3010 raraajcruom rail®)arilcoi^o 

CTUaoffiajJo-4-11-2013, 3 216 ml. 

rad^eioora Ganooo crujlcft.a1c96)jaT) csreojcruom anlmicatojo 

CTUfflOffiajJo-5-11-2013, 3 216ml. 

3(3<Teiocru sjijOteffljrm cmtooildsjo crufflaxajjo—(cftacnaudl 
i 2 )j«5)rs 3 7 aj6>ra 6 - 11 - 2013 , ii 2i6ml. (cfcacnamcS 8 ajraxtd 13 

OJ6)ffl 7-11-2013, 11 216ml. 

6)S6ngc3 GaOOo gtd6)c96)OggJ(m c&OJOlcf) mjcfegloS 6)S6TT3(3 
maruajo «s)jOc96)jcm tmlcoHmltnijo ca>06miyia1d36)6mo. 6>S6nec3 
Gnnoaftoaji ailei as<96)1 aD«53<ft>3(m«r>ej. 

Government Dental College, (Sd.) 

Kottayam. Principal. 

TENDER NOTICE 

No. AC/129/2013/ZLFC/PMR. 30th August 2013. 

Sealed and competitive tenders in the prescribed form 
are invited from the manufacturers or authorized dealers 
for the supply of various items to the department of 
ZLFC, PMR, Government Medical College, Kozhikode, 
Kerala, India. 

Superscription—Tender No.AC/129/2013/ZLFC/PMR. 

.dated, 8-2013 .for the supply of. 

various items to the department of.ZLFC. 

Estimated cost—? 2,00,000. 

Cost of tender form—? 416. 

Cost of tender form by post—? 450. 

Last date of sale of tender form by post—15-10-2013. 

Last date and time of sale of tender form—31-10- 
2013, 2 p. m. 












Velcro 25 MM skin colour 


— 25 Roll 


Due date and time for receipt of tender—1-11-2013, 
11 a. m. 

Date and time for opening of tender—1-11-2013, 
11.30. a. m. 

Date up to which the rates are to be firm—31-3-2014. 

Person to be addressed for buying and submitting 
tender form— Principal/Project Director, ZLFC, Government 
Medical College, Kozhikode. 

Tender forms and details of tender can be had from 
the Office of the Principal, Government Medical College, 
Kozhikode during working hours. Tender should be 
superscribed with Tender Number as specified above. The 
tender should be submitted along with an agreement 
executed in Kerala Stamp Paper worth ? 100 and Earnest 
Money Deposit @ 1% of quoted price. Stamp Paper will 
be supplied to the firm out side Kerala, on request along 
with remittance of ? 150, ? 100 towards the cost of 
stamp paper and ? 50 as incidental charge by money 
order taken in favour of Principal/Project Director, ZLFC, 
PMR. Specimen copy of the agreement is annexed with 
the tender form. 

Rates should be quoted in Indian Rupees only. All 
the taxes applicable is to be clearly mentioned. Freight, 
Insurance, loading, unloading, erection and commission 
charges and installation should be borne by the tenderer. 
Payment also will be made in Indian Rupees. 

The tender without required Earnest Money Deposit, 
agreement and not satisfying other tender conditions are 
liable to be rejected without further notice. Tender form is 
not transferable. Cheque, Draft, Postage Stamps etc. will 
not be accepted towards the cost of tender forms, 
Duplicate Copy of tender form can be obtained on 
payment of cost. 

The tender will be opened as detailed above. Belated 
tenders will not be accepted. 

Specification 

1. PP Sheet 4 MM-lMx2M 

2. POP Powder 1 kg. to 10 kg. per pkt 
(Double packing manufacturing 
date should not exceed more than 
two months) 

3. MS sheet lOg—4 x 2' 

4. Ethaflex 5MM —VAM x 1M 

5. Araldit op 

6. Cowlining leather (each leather 
below one kg.) 

7. MS rivet l/8”x 3/4” 

8. MS rivet l/8”x 1” 


9. 

10. Redcedar wooden block — 10 Nos. 

15 cm x 15 cm x 100 cm 

11. Jaipur foot/SACH foot with 

cosmetic toes internal keel type — 60 Nos. 

(Size 6 Rt—10 Nos., Size 6 Lt—10 Nos., 

Size 7 Rt—10 Nos., Size 7 Lt—10 Nos., 

Size 8 Rt—10 Nos., Size 8 Lt—10 Nos., 

Special Conditions 

1. The brochure issued by the manufacturer in 
original should be attached. 

2. The firm should be arranged demonstration at 
their own cost if requested. 

3. Warranty, minimum 2 years. 

4. AMC and CAMC Minimum 5 years, AMC and 
CAMC rate (to be mentioned separately) will be 
considered for selection if necessary. 

5. No advance payment will be made. 

(Sc9)Oip1ec0S)os oaojulcSoraS e<ft>o<3gsfl0ej acflcnilcKHoS 
oacuilcrulaS c3re)C$“ olnnosnileilcgoiiaS ojleocnrarroleejcBS) 
cnlaflcDsnoo cruocjDcnesraoS ailcnosmo 6)nj<§)jcm«5>lGejc0S) 
mldiiamocinocMglrajS cbleomo (araaiojos rareoafltft)!,®) Qil«j)ffl6noces)o 
ol«53cnleamo aj(.a oqj ajraijo araScru oo ufl nilol ctnaij boot 
0(3<^eiocrujtft)a3 < eAi6m1iqiffl I ft)033]ami. 

eaoejipjfmm—3(3<^eiocru cnarndi ci0arbl/i29/i3/g)fflarucLb 
r^j)(03. ryj)a£). (Tol., nil. 000. (9T9)(3. QJc&)^ri_jlO&Jo96> Cl]l(0)(D6TT)o 
Oujtgijfmcinleejces). 

CfflraS&GSS R5)Jc9)—? 2,00,000. 

ablfflroxaaj^o —i %. 

[3(3aejocru eaoooraimloaij oilei—? 416. 

«j)ojora3(uipl ra(3<^eiocru ennooimroloo? oilei—? 450. 

a^rieiocru ennoajcft>c/3 rainJoraS ai<s>1 ojIraSteojam 
raraaiaruocn raftotrol—15-10-2013. 

aaS^ejocru Ga£iomjca>u3 <jcnra1§ ailraSceojaT) mreaicruoaD 
cmlttDtwlQQrjo cruacmaijo—31-10-2013, 3 axsml. 

a(3<ieiocrujca>a3 cruj1ca>olc9S)jcm raramcruom (rolcmoilcffljo 
cruacfficiijo—1-11-2013, 11 a6ml. 

r3(3^£joamjca>c/3 (rojotsojcm crumasaijo— 

1-11-2013, 11.30 asml. 

6is6nec3 eacooo eiel.ssijiTOarflcnjo arua(3ajlc9ffl]cm«»lm]a)33 
oaroSail eiocruo—(.MlaScn/l ajoo3/6HnJossce!s cu>oo>o Asdl 
GcftosnecMos oacuilceoroS (Bc&ocsgsa, OcftiOiplecOfflos. 

adS^eiocru Caoooaijo alias30oaa63ragjo 6>acu)l.soraS 
eAoega {fflrajoolCTulroS cruacmrarro eie^ao6rn. 


— 20 Sheet 

— 200 kg. 

— 5 Sheet 

— 50 Sheet 

- 30 kg. 

- 25 kg. 

- 5 kg. 

— 5 kg. 


ml6TU<TU)COcft.C/3 


(<SoE 061T3 0495-235077). ? 100-6)03 (Scftfflg I23J (_f3 <3-| L«3> CTTtrTI COS 

cnlasulra) aooi^cmlEijgg O77a2«s)oj(«53<ii2o njocorararm 8j)jta>co)j6)s 
1% CDlfflKnt.3(U^(BC3Kf)OS2o<fl3]Sl «53067S> (D«53<e)1(!Q>lffl1<fl6720T) Gl26)&J(PJ 
raiOTjaooofl s^^eiocru 073a(3a_jl(Bce6)6ii3RS706n7. a^oorurioaDcairolfn 
rmo(arg))39 O7iconjd763i3a3c86> aj(3o_|(«53o ej@1<flS)j<Tnra)lcn ? 150 
asTDl gcs2)0(3cud( 3 cruonlimo (.njIaScrul ajoa3, csca>os>1 Cceoos 

fflacu)1c96)K53 fficftoegss, {8<a>otf>1(Bce6)3s-8 00073 aJlEioouraimlraS 
(3raQnJcSiad1(s<flS)sre«»06rn. 03lffl«5)(.3ai^ ooa2«57n_i(«53R5i(57l67($ aorai^ca. 
[3(3d£jocru enDOORsrrolraS raracnjemoTDaocffil Gnj(3«5U5)1§;j6ri3. 

chIej egoto^oS ojnjcoM Qfflsij0<^sjc3rm1cr»1(a1ec3ffl6TTeRJ)osrn. 

cnlcftijc(»1(ft>g2o agjo sxugojoo nj(aoa(3ao1(Bce6)6n3«5306n7. <ft,s«STro, 

^a3rfldJoa8cru, cftcrngloceffl, (Q)(oa3fl73oaiu3lcft,o3 dun o oil <967(53, 

<Sjl2ffl1 o3d(l3 n0OT)l 67<3£1 CUJ <Bi (/3 3(3o£J 0 ODJ <0)3 0(l3 (1771(0)0 
ai on! cs <667 603 <37 o 6773 '. trojcft) cnraStfej ctdot) g)053^o3 
ajnJCfflleJOCQilalcfifflJo. 

0ffl(Uca>1 ejelcOffljcmcmjo, a(53l<o)o<o) O7l(a(53(3<u^o, ouaaRDoJttmo, 
ag b(3<i£jo<tu (u^aiouEAoS o0d77lru oJ0£j1<e6)0(5753«53ja3(0) 
3^<^ejocrujcft.a3 asigofflj rardoloalajjo <9)]S067(53 (5367073 ool0cnilc96)j 

0770)0607. 3(3o£J3dl7 (SnEOOo 6767<SjfflOgo 67nJCg>0(l3 oJ0SJggO7&l. 

3(3o£|0fl7) (8 n£ 3(7(575)167(1^ QllEl(0)050)1 06071(107)0(3017(3 63tf>l67<0) 
a6700(777)0 (773l1<0)(5l<063)(lT3(53£J. 3(3^£JO<777 (BoE 00(757(5)16703 

O 6 o 6 U O 

(U7^njlGc867g QllEl d>(53<0)1 (U063300JJ077070607. 3(3<^ej0(O7Jca>a3 

(57067IP 077^1ijjliy1ol<fl67ja77O7J(.f>-l<®>3fflo 3(3 1 OEI0(777Jeft.0067(7^007)0 
(37300)1 <0)^(53 (,oJO)1 (7)1 0)1 ODJ 675(8(0)0 (777 0 (7731 (517^(51571(53 

O7JOc067JO770706777. 


1. (o1(3aaoo)oaj1o3 (nlomjgg 6767<0)ojjdi3(5)<0)o (okdo)) 

B^oeiooTtooiOnjo OT7a(3n_|1(8<0676r(3(57O6777. 

2. (515)01 67nJ (777 nJ<9i9do 3(3o£J0 (777J <9>0 (7 )(t 3 C777J(7757o 
67 dJE1(u 1(53 d773(17d)O773a(.U)l<0)(/3 oJ (31 (8 05 3 (17 07 CO) <067 
(111(8(17(0)00(8 <0676173(5)06717. 

3. 010(767131 nJJfflJ63ral07)O7 2 (U(3o9do. 

4. aio(3nafl<0) (mag cft>j g ojeml/ama (.co <uo(3oad1cft> 

(3iag c ft)jgo : |6777l (ilj 0263131(0) (5) 5 (ll(3oaio) (OlOcS67Jcft>a3 
ocueqj670 (TojailojIijlolecSRieTBOioeTT). oiajcuoo^eiaffijIoS 
(07007(77 (O7 0a(.C0lca,g267S (5)10 67 67515) S 2 ojl (7) gDO) 
(OlOc067Jca.a3 nJ<ala36713l<0672(713(5336773. 

5. ajoficftij^ (757J<ft> 07O3cft)2(777 O7ej. 


Office of the Project Director, 
Govt. Medical College, 
Kozhikode. 


(Sd.) 

Principal/ 
Project Director. 


O776)nJ(177lolil(B<067n!ll(l3 


nil. nil. r&fld 4 111111 20- lm X 2m 

O 

nil. 63. nil. n_ICD(U7(3 1 kg. tO 10 kg. oJO<067g1oO7.- 

((U76ru1o3 nJO<S67lo(J7 aOCnjoOOcebnJOloCO 
0)1 CO)0)1 (7)6773 a0(777O175)1o3 ca>jsoa3 oJOSlEl) 

n 0 o. o 0 (ri>. osilg io icnoo —4x2 

g77O77570ndejcft<777 5mm—l’/knxlm 

n0OOo3(U3l(7 63. oil. — 

<0)(D6767£J(17l673 67EJ(57(3 (633(800 6)ej(75)OJo 
630j ca>1. LcooaloS cfcjsoaS ojosIej) 

n(j)o. o 0 O 77 . oltug 1/5 "x 3/4" 

O 0 O. 00 ( 177 . oldig 1/8 " X 1" 

6)0103(800 25mm cnjcSdcnS <ft.g(3 

670(U7cn7lso(3 ojjooaS G(.sruot96) 

6 )sscffinJ2(3 oojs/cruoiy oojs oilaeijca>gjgg — 

6767077(777 6 OT5)(3g1, 10 0067770-6767(177077 5 Ell — 

6767077077 7 Oia)(3g1, 10 00677)0-6767077(777 7 Ell - 

6767077077 8 (37B)(3g1, 10 n06T77o 6767077077 8 Ell — 


20 nil1(7 
o 

- 200 kg. 


-5 nilld 

O 

-50 rfldld 
o 

-30 kg. 

-25 kg. 

-5 <ft>l.(a33o 
-5 <ft>1.(033o 
-25 eooo3 


“ 10 

-10 006070 




